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Controlled Access ■ Proposed 
Controlled Access - 6 x i sling 
Bus Transit Corridor - Proposed 
Slate Highways 
Norv State Roads 


Note The locations of controited access and arterial faeHrties are conceptual only Final 
alignments for each route will be determined through appropriate planning and 
environmental studies 



































CR 336 From Chandler Rd. to Carlos Parker BLVD 

1.76 miles 





Chandler Road 

5.13 Miles 





